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description:
Andy Kaufman Press Kit from Carnegie Hall Performance 1979

Press kit for Andy Kaufman, stamped in red ink on front of manila envelope “Andy’s Press Kit by his mother Mrs. Stanley Kaufman” (who, at the show, was portrayed in a chair off on the side of the stage by Robin Williams!). The contents gathered here display Kaufman at the height of his career, while he was acting on Taxi and Saturday Night Live. 

I personally attended this performance, as well as the bus ride, the show after the bus ride AND the third performance the next day on the Staten Island Ferry where my then girlfriend wrestled Andy and I shouted pro-wrestling smack talk with Bob Zmuda. It was a memorable life event for me and this press kit has been safely stored ever since. 

Auction is for a manila envelope containing 9 sheets featuring clippings from the Village Voice, a clipping of the New York Times, a program from a show at Carnegie Hall, and additional photocopied clippings and flyers on 8 ½ x 11 in. paper. All in very good condition with minor staining/yellowing on a couple of sheets (but the wax paper bag in which the Famous Amos Cookies were served, is included!).  